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Drawing 
Dimension 


91.530 


Tolerance 


+0.15 / -.000 


INSPECTION SHEET 


Actual 
Dimension 


Accept 


1.350 +.005 


Method of 
Inspection 


+.01 x 5* 
+.01 


.03 x 45* 
2.69 


2.313 / 2.318 


390 / .400 
Ø1.735 


Ø1.962 / 1.964 


Ø2.70 


2.125 


1.150 


3.10 
3.25 
3.70 
6.87 
R.25 
.04” x 45° +.01 x 5° 
10-32 unf-2b GO-NO-GO 
Ø.500 +.005 
.200 2.005 
.75 x 45° +.01 x .5° 
R.13 +.01 
.04 x 45° 01 x 5° 
R.03 4.01 
.03 x 45° +.01 x 5° 
1.126 / 1.131 
3.64 +.01 
81.109 +.005 
1.00 +.01 
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